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9 duly 1956 


Deer Sid: 

Enclosed are copies of correspondence regarding 3-Channel 
Data Reduction Spares requested by I during his 
phone convergation of 8 July 1956. 

It is hoped this will clear up any confusion which may exist 
as to the status of approvals for this equipsent, 


25X1A 


Sincerely, 
Dan 
Distribution: 
Orig = FOG 
um ~ A-~101, Section H.4. 
3 - Chrono, RI. 
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